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FIDENTIAL 


ER-6-2331-a 


The Honorable Mike Mansfield ” 
United States Senate 
Washington 25, D, ©, 


Dear Mike: 


Upon receipt of your letter of ber 3, 1954, with its 
enclosure concerning a review was made 
of the files to determine what the facts were in this case. 


The files show that; si was interviewed by C1A 
in July 1952, but we were unable to find a place for her at that 
time. [wrote in requesting reconsideration of her 
application in November 1953 and again in 1954, and on beth 
occasions we informed her that we did not have a position for her. 


ClA s not have any information regarding the status of 
clearance, as we do not initiate security clearance 
of epplicants until we have determined that we will consider the 
specific applicant for a specific vacancy. As there was no suit- 
able vacancy for eas we did not undertake any security 
investigation in her case. 


I trust that the above i ation will be of assistance to 
you in replying to Netter, which I am returning here- 
with as you have ed. 
DOCUMENT *: fF. Cees rete 


' NO GHAN 
With kindest regards. Tt] DEOL 


Ve CLASS. C! ts 
aces ‘ Sincerely, N= mee 


OGC:WLP/blc (10 Nov. 54) AUTH HA 79-2, 


Orig. & 1 ~- Add,.. 

3 - Signer 

2 - Legislative Counsel 

1 - Personnel w/basic & cy o Allen W. Dulles 
enclosure Director 
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